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The b&rr&cks installation in Humenfi© ($ 49/2 i?6) ~|ra a aboilt . 500 meter s,Wf 
of the* city*; adjoined a large tractor pool to ‘the northeast, ~ aM 
one large 4-story, building containing billets frnd three sihgle-fto^ Erd.Jofngs^ 
which’ presumably were mgaaineso ^ draining ground was directly north of the 
installation $ A 
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Prior' to Ho^Mber 1951 the barracks installation was occupied by ah 
unit, ' whfeh moved to an unidentified . place * In late November 1951 ,* the .fc&rqn|j| 
installation was occupied by a tank unit, which, residents believed, * carn^T . 
Foh^siao 0*1 24 November 1951, source observed tine unloading of arsaored vahf CLgs J 
at the railroad station* He counted a total of 40 tanks including 3CT wlAch> SrCT:e- 
lieved, ward T-34 tanka., and 10 tanks of & model larger than the T -.34 tank%.v^icli 
had guns of an estimated si^e of* 120 irbu All tanks traveled from the rMlrdad 
station to the barracks installations , where source frequently saw them p&r^ect in 
a yard, ^Prior-id August 1952', the tanks usually left th# ins’ ta nations 
ticCs toward Vihorlad (R 49/E 95) ,• Fbfat were also frequently ‘ seen in* the environs 
of 'Hinaerine • The practices exclusively involved T~3 a tanks*, Sour ce saw no tanks 
of the large model, outside the barracks installation o 
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foments It is bajieved that the Tank SF Arty Regt of the 10th Inf Div is 
stationed at Hum enne.« 
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